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RE: PM 1315 Norwegian 893001 - RG30588 




Dear John: 


In response to your letter of July 6 to Jeff ingerman, 
please follow the Examiner’s recommendation of including the feature 
of Claim 2 in Claim 1. 


Sincerely, 

jc# 

ames E. Schardt 




cc: , /. Ingerman 


CONFIRMATION 
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